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UNCLASSIFIED 

PAGE 01 LONDON 09734 201549Z 
ACTION AGR-05 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-07 HEW-06 CEQ-01 /032W 

003451 201806Z/72 

R 201550Z JUN 78 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 7326 


UNCLAS LONDON 09734 


PLEASE PASS FDA 


E.O. 11652: N/A 
TAGS: TBIO 

SUBJECT: SYNTHETIC HORMONES IN EARLY PREGNANCY 


PARLIAMENTARY QUESTION HAS LED TO URGENT REQUIREMENT FOR 
DATE OF ISSUE AND REFERENCE DESIGNATOR FOR FDA WARNING 
ON RISKS OF SYNTHETIC HORMONES, INCLUDING HORMONAL 
PREGNANCY TESTS, IN EARLY PREGNANCY. PLEASE ADVISE 
SCICOUNS ASAP. 


BREWSTER 


UNCLASSIFIED 
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